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DRAFTED BY NSF/OIP:CZALAR:DBU 
APPROVED BY OES/SCI/SEP:OHGANLEY 
OES/SCI/SEP:JGSAMPAS 
M/FRM/FM:RWHITENER 
EUR/EE:RCHRISTENSEN (INFO.) 

NSF/GCO 

OES/SCI/BMP:MSBEAUBIEN (INFO) 

102804 

R 302248Z JAN 75 
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TO AMEMBASSY BELGRADE 

UNCLAS STATE 022145 

E.O. 11652:N/A 
TAGS:YO,OSCI 

SUBJECT :NSF/SFCP - U.S.-YUGOSLAV SCIENTIFIC COOPERATION - 
"THE QUALITY OF ELECTRICAL ENERGY" (QEE) PROJECT 
GF-31065 

REFS: (A) BELGRADE 6232, STATE 276827; (B) STATE 281718, 

BELGRADE 44; (C) STATE 7517, BELGRADE 227. 

1. IN ACCORDANCE WITH THE U.S.-YUGOSLAV JOINT BOARD DECISION 
DOCUMENT OF NOVEMBER 21, 1974, THE BOARD, FUNDING AGENCIES, 
AND THE GRANTEE AGREED TO TERMINATE THE QEE PROJECT. THE 
DECISION HAS NOT YET BEEN CARRIED OUT AND THE GRANT WILL BE 
TERMINATED FORMALLY SUBSEQUENT TO NEGOTIATIONS IN MARCH 
1975. 

2. IN THE MEANTIME, INDISPENSABLE PAYMENTS, INCLUDING PAY- 
MENTS FOR EQUIPMENT ORDERED PRIOR TO THE BOARD DECISION TO 
TERMINATE THE GRANT, ARE AUTHORIZED AND SHOULD BE CHARGED 
TO THE GRANT. 

3. PAYMENTS FOR THE EQUIPMENT ORDERED FROM U.S. FIRMS MAY 
ALSO BE MADE IF CANCELLATIONS OF ORDERS ARE NOT POSSIBLE. 
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SUGGEST, HOWEVER, IN ORDER TO MINIMIZE EXPENSES, THAT THIS 
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EQUIPMENT REMAIN IN THE U.S. UNTIL DECISION MADE DURING 
BARTOCHA VISIT ON FURTHER DISPOSITION. 

4. EMBASSY REQUESTED TO INFORM THE GRANTEE AND PRINCIPAL 
INVESTIGATOR OF THE ABOVE. KISSINGER 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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